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Jerry Mason <jmason18@mix.wvu.edu> 


Re: [JOABA] Predicting Flow Velocity and Wetting Time in Lateral Flow Test Strips 
with a Numerical Porous Media Flow Model 


Jerry Mason <jmason18@mix.wvu.edu> Tue, Sep 12, 2017 at 1:50 PM 

To: Contact SISPress <contact@sispress.org> 

Cc: Ismail Celik <ismail.celik@mail.wvu.edu> 

I do not appreciate you publishing my work to your website before allowing the review process to take place or allowing 
me to fix typos. This is unprofessional and therefore I want to retract the paper in its current form and refuse to consent to 
its publication. Please remove it from your website and your archive immediately. If you ignore me or do not cooporate I 
will move to take further actions against your journal. Note that this work has been uploaded to an online archive with a 
time stamp to ensure that I have proof of initial ownership. I have also contacted your supposed editors and the author of 
another paper on your website so I will have information about their experiences as well. You did not properly notify 
coauthors of their copyright release and I did not legally sign anything, digitally or otherwise, that would be binding in such 
a way for you to hold my paper as your own. Remove my work from your website and your archives and I will leave you 
alone and we can go our separate ways. 


On Tue, Sep 12, 2017 at 1:33 PM, Contact SISPress <contact@sispress.org> wrote: 

Dear Author, 

Please provide us a detailed explanation regarding the errors and mention if there were some errors in your submission 
or you found errors in the online version. We will follow up your request with our editor-in-chief. 

Regards, 

Journal of Advances in Biochemistry and its Applications 

Sanford Inter Science Press 
500 Westover Dr #9711 
Sanford, NC 27330 
United States 

On Tue, Sep 12, 2017 at 9:10 AM, Jerry Mason <jmason18@mix.wvu.edu> wrote: 

I wish to withdraw my paper based on errors within the paper. Also, I did not hear comments from reviewers. 

- Jerry 

On Mon, Sep 11, 2017 at 11:28 PM, Chief Editor <contact@sispress.org> wrote: 

Dear Authors, 

Congratulations! We would like to inform you that your paper# 138 entitled 
“Predicting Flow Velocity and Wetting Time in Lateral Flow Test Strips 
with a Numerical Porous Media Flow Model“ has been accepted and published 
in Journal of Advances in Biochemistry and its Applications. 

Please review " Online First Version" of your paper at 
https://sispress.org/journals/joaba/article/view/138 , and report any issues 
via email to editorial@sispress.org within next 7 days. 

Regards, 

Journal of Advances in Biochemistry and its Applications 

Sanford Inter Science Press 

500 Westover Dr #9711 

Sanford, NC 27330 
United States 


Journal of Advances in Biochemistry and its Applications 
http://sispress.org/journals/joaba 
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